Approved For Release 2006/11/08 : CIA-RDP80B01676R001400040063-6 






12 March 1964 


0r. W. O. Baker 
Preeident’a Foreign Intelligence 
Advleory Board 
The White Houee 
Washington, D. C. 

Dear Dr. Baler: 

Confirming my conversation vdth you at our meeting yesterday, 

I consider ttiat the time available to the Central Intelligence Agency 
to meet with the Panel was inadequate to explore and clarify the present 
role which we play in &e National Reconnaissance Program, and to 
explain the deep concern we have for the present pattern of operation of 
the National Eecoimaissance OIBce itself. 

1 therefore request that the Central Intelligence Agency be heard 
again and in greater depth by the Panel. This would be in addition to 
any subsequent meetings that might be scheduled with Mr. McCone in 
his role as Director of Central Intelligence. 

Faithfully yours. 


Marshall S. Carter 
Xdeutenant General, USA 

MSC:bec Acting Director 

Orig - Adse ( i^, h an . » Vby Dr. Wheelon's office4> 
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1 - O/DCI (Elder) 

1 Blind copy - Mr. J. Patrick Coyne, Ex Sec, PFIAB 
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